LIMITERS 


LA-3A Solid State Teletronix Leveling Amplifier 


T4B Electro-Optical Attenuator 

DR-3A Double Rack Mount Kit 

SR-3A Single Rack Mount Kit 
1176LN Solid State Limiter 

1176 SA Stereo Adaptor 

1176 RFK Retrofit Kit 


AMPLIFIERS 


1109 Solid State Card Preamplifier 
1109CC Card Cage with Connectors 
27-0085 Connector 9C 

2109 Plug in Equalized Amplifier Module 


EQUALIZERS & FILTERS 


500 Program Equalizer 

509 Envelopmental Equalizer for 1109 

527-A 1/3-Octave Graphic Equalizer 
527SC Security Cover for 527-A 

550 Recording Filter 
525 Double Rack Mount for 500/550 
525A Single Rack Mount for 500/550 

565 “‘Little Dipper’’ Filter Set 

565T “‘Little Dipper’’ Filter Set 


SPECIALTY ITEMS 
100-A Sonipulse 


100M AKG C451E/CK2 Condenser Microphone, Stand Adaptor 
and 25’ Cable with Connectors. Includes Calibration to 100-A 225.00 


963 Digital Metronome 
930 Test Oscillator 
920-16 Cooper Time Cube 


ACCESSORIES 
600T 600 ohm Bridged T Attenuator less knob 


$395.00 
54.00 
15.75 
18.05 
489.00 
27,00 
40.00 


99.00 
60.00 
2.98 
199.00 


349.00 
112.00 
590.00 
19.50 
299.00 
15.00 
12.00 
490.00 
505.00 


1,050.00 


695.00 
129,95 
936.00 


5.20 


Professional 
U.R.E.1. user net prices 


FACTORY WARRANTY 


ALL U.R.E.1. PRODUCTS ARE WARRANTED TO BE FREE FROM 
DEFECTS OF MATERIAL AND WORKMANSHIP FOR A PERIOD OF ONE 
YEAR FROM DATE OF DELIVERY TO THE-ORIGINAL USER. WITHIN 
THAT PERIOD, REPAIR OR REPLACEMENT WILL BE MADE AT NO COST 
FOR MATERIAL OR LABOR TO THE POSSESSOR. THIS WARRANTY 1S 
VOID IF THE PRODUCT HAS BEEN SUBJECTED TO ABUSE, UNAUTHORIZED 
MODIFICATION AND/OR REPAIR, OR IF IT HAS NOT BEEN OPERATED IN 
ACCORDANCE WITH INSTRUCTIONS. 


IN-WARRANTY UNITS SHOULD BE RETURNED PREPAID TO 
U.R.E.1. AND U.R.E.1. WILL RETURN PREPAID TO CUSTOMER. 


OUT-OF-WARRANTY REPAIRS — MINIMUM CHARGE $15.00 


PRICES SUBJECT TO CHANGE WITHOUT PRIOR NOTICE 


